St.  Peter's  Lutheran  Church 

Hallowing  Run,  Sunbury  R.D.  3,  Pa. 

1859  —  1984  Church  History 
1859-Apnl  17  -  St.  Peter's  Church  was  or- 
ganized. Jacob  Renn  donated  the  land. 

1859-  October  15  -  Cornerstone  laid. 

1860-  January  1  -  One  story  frame  edifice 
was  dedicated. 

1899-June  4  -  Rededicahbn  after  extensive 
repairs. 

1918- April  29  -  Congregation  was  incor- 
porated. 

1938  Interior  redecorated. 

1948-October  17  -  Rededication  for  work 
done  in  basement  and  installation  of 
furnace. 

1952  New  stained  glass  windows  installed 

and  interior  renovated. 
1958  Exterior  of  church  building  finished 

with  aluminum  siding. 
1970-Basement   remodeled,  testrooms 

added. 

1979-Suspended  ceiling  and  new  lights 
installed. 
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